PLATE LVII
A.   VARIEGATED GLACIER IN 1905
From Station H (Map 3).    The advance in 1906 covered gorge and waterfall.    See Plate LIT and ink line near date 1909.
B.    GAP BETWEEN THE OUTER MORAINE-COVERED ICB AND THE BUTLER GLACIER IN 1909